Independent  Presbyterian 
Church,  Savannah,  Ga. 
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This  beautiful  old  church.  The  Independent  Presbyterian 
Church  of  Savannah,  was  designed  by  James  Cibbs  and  is  a 
copy  of  St.  Martin's-in-the-Field,  London.  !t  was  chartered 
in  1775  by  George  II  and  the  church  structure  was  erected 
in  1819.  President  Wilson  married  his  first  wife  in  the  manse 
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